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Chapter One 


"Bruce, we're on a walk, mate," Steve grumbled. "Do you have to stare at your phone the entire time?" 


Bruce shielded the screen on his phone just in case the sunlight wasn't making it glare enough to obscure what 
he was doing. 


‘Its a pedometer," Bruce explained "It measures the distance | walk." 


"I know what a pedometer is," Steve replied. "Can't you just leave it in your pocket? We'd go a lot faster if you 
weren't staring at that thing." 


Bruce ignored him, still shielding the screen with one hand and now swiping with the other. 
"I thought you said you wanted to enjoy the walk," Bruce said. "How will we enjoy it if we're walking too fast?" 


Steve sped his pace. It took Bruce a solid thirty seconds to notice. Bruce jogged after him, looking ahead instead 
of at his phone. 


"How far was that?" Steve asked. 
"Let me check." 


Bruce raised his phone to look and Steve swiped it from him. Bruce protested, reaching for it but Steve was 


quick, his eyes widening as he saw what Bruce had really been using his phone for. 
"Bruce..are you seriously playing Pokemon Go on your phone?" Steve asked, aghast. 
Bruce stood in horror for a moment before composing himself in a flash. 


"It measures the distance | walk," Bruce insisted, grabbing the phone back and shoving it in his pocket. "It's a 


pedometer. And I'm really, really good at it” 


